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The Georgia State Capitol stands unique among all 
other public buildings in the United States as the 
one which cost exactly the amount of the original 
and only appropriation made for it. The building 
cost $1,000,000.00 and no more, perhaps $50.00 or 
so less. A very interesting State Museum occupies 
the third floor. 
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